Subject Index 


A 


Abbeystead pumping station Dec p7 
Able Fiuids Products, valves Oct p51 
Absorbents Nov p§5 
Accident prevention (B) Jan p38 
Accumatic Engineering Ltd, filters 
Dec p39 
Acid manufacture, electrolytic 
conductivity measurement 
Dec p20 


Acid rain (MR) Jun p7, (L) Aug/Sep p4, 


(L) Oct p3, (L) Nov p3, 
(B) Nov p71 
and CO, emissions (L) Dec p4 
EEC draft directive Mar p8 
research needs Aug/Sep p7 
review of problem Oct p10 
ACM Machinery, dryers Aug/Sep p59 
Acoustic analyser Nov p55 
Acoustic-safety enclosure Mar p49 
Action Hose Couplings Ltd Oct p56 
Activators Oct p49 
Actuators Jun p49, Oct p53, Oct p56 
air Dec p40 
guide to Oct p7 
Adiabatic conditions, simulation of 
Feb p10 
Advisory Committee for Major Hazards 
(ACMH) Jun p5, Jun p25, Jun p27 
Aerators Oct p49 
Aeromatic AG, granulation Oct p49 
Air dryers Dec p39 
Air motors Jun p49 
Airoil-Flaregas 
gas recovery Nov p57 
programmable controller Mar p45 
Ajax Equipment Ltd 
hopper/mixer Oct p49 
storage and feeder units Nov p59 
Alarm systems Apr p33, Jul p45, 
Aug/Sep p60 
nucleonic Aug/Sep p49 
Albany Engineering Ltd, spray heads 
Dec p41 
Alkane separation, process simulation 
Apr p16 
Allibert (UK) Ltd, intermediate bulk 
container Oct p56 
Allied Colloids, filter cake de-watering 
Aug/Sep p57 
Allison Engineering 
flow monitor Nov p55 
gas detection Aug/Sep p53 
Alval Engineering Ltd, filling systems 
Jan p36 
AMF Cuno 
filter test Nov p57 
filters Dec p39 
Analysis Automation Ltd, gas analyser 
Jul p43 
Anglo-American glossary Dec p33 
Angus Powderflight Ltd, conveyor 
Mar p29 
Antifoulants Jul p41 


Anton Piller (UK) Ltd, voltage stabiliser 


May p51 
Apcel Ltd, microbial genetics for 
industry Dec p8 
Apples, radiation contro! of codling 
moth on Apr p5 
Applied CEPI, magnetic water 
treatment Jan p36 
APV gaskets Nov p57 
APV International Ltd, heat 
exchangers May p55 
Aquaculture, multi-disciplinary 
approach Oct p5 
Aquaculture engineering, iChemE 
subject group on Oct p5 
Aquastat Ltd, water softeners Oct p51 
Aquatech (exhibition) Oct p25 
Armfield Technical Education Co Ltd, 
distillation column Apr p41 
Arrow Chemicals, cleanser Jul p45 
Artificial resuscitation masks Mar p6 
Asbestos 
control limits Jun p5 
health hazards (L) Jan p3 
Asbestos dust samplers Dec p40 
ASEA 
control system Feb p41 
temperature sensor Jun p51 
Atlas Trading Ltd, weighers Mar p31 
Attenuated total reflectance (ATR) 
Oct p65 
Aughton Instruments 
level transmitting system Apr p41 
multimeter Aug/Sep p60 
Auriema Ltd 
density measurement Jul p43 
oxygen analysers Oct p53 
PH sensor Mar p45 
signal analyser Dec p40 
Autoclaves Mar p45 
Auxitrol Ltd 
flowmeter Oct p56 
level controls Mar p31 
Avel-Lindberg, power supply 
Aug/Sep p53 
Ayles, Frank & Associates, oil 
dispersant May p55 


B 


Bagging Mar p49, Apr p43 

Baker Perkins Chemical Machinery, 
mixers Aug/Sep p60 

Balston Ltd, filters Oct p56 

Baltimore Aircoil, heat exchangers 
Oct p55 

Baizers, dryers Jul p41 

Barometers Oct p53 

Barrell, Tony Aug/Sep p26 

Bass, John S & Co, packing 
Aug/Sep p60 

Batch processes, temperature control 
for Apr p29 

Batteries, polymers for Nov p19 

BCA, computer aided drawing Jul p43 

Beale Electronics, Local Area 
Networks Jul p43 

Bestobell Meterflow 

batch controller Oct p53 
flowmeters May p50 
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Bestobell Mobrey 
level gauge Mar p47 
liquid level sensor Jun p49 
Bestobell Steam, steam trap Mar p47, 
May p55 
Beta-Probe Mar p45 
Beveridge, Gordon S G Apr p9 
Biochemical engineering (MR) Jun p19 
Biochemistry, separation materials 
Oct p29 
Biomass, thermal processing of 
(B) Dec p48 
Biotechnology 
advances in Jun p19, (B) Dec p48 
in Europe (B) May p60 
industrial applications Dec p8 
manpower (L) Nov p3 
market for process plant Nov p5 
training in Dec p8 
B-Jac International Inc, heat 
exchangers Dec p39 
Blowers Mar p29, Oct p51 
Bofors Electronics Ltd, contro! system 
Jun p51 
Boilers May p55, Oct p55 
electrolytic conductivity 
measurement Dec p19 
locomotive explosions 
(B) Aug/Sep p67 
see also Coal-liquid mixtures 
Bolt tensioning Oct p59 
Bonar Langley Alloys Ltd, valves 
Oct p59 
Boric acid, on-line analysis 
Aug/Sep p50 
Bottling elevator Jan p36 
Boulton, William Ltd 
dust collectors Mar p29 
lift Oct p55 
Bowater, packs Jul p41 
Bowtherm Ltd, heating element 
Apr p40 
BP Ventures, pigments Feb p43 
Bran & Luebbe (GB) Ltd 
diaphragm pumps Oct p57 
metering pumps Jul p42 
British Brown Boveri Ltd, ozone 
generators Jan p36 
British Gas, burner control Mar p49 
British Hydrodynamic Research 
Association (BHRA) Nov p7 
British Indigenous Technology group 
(BRIT) Jun p4 
British Rema Manugacturing, classifier 
Jul p41, Oct p49 
British Standards Institution Oct p7, 
Nov p18, Dec p22 
quality assessment services Dec p9 
Bruel & Kjaer (UK) Ltd, signal 
analyser May p51 
BSS, filters Jul p45 
BSS Process & Energy Systems 
Division Oct p56 
Bucon Handling, Vac-u-Grip pad 
Jul p41 
Burford Controls Ltd, flow monitors 
Jan p36 
Burkert Contromatic Ltd, solenoid 
valve Oct p59, Dec p41 
Burners Mar p49, May p55, Jun p51, 
Aug/Sep p59 


Bursting disc indicators Dec p40 


C 


Cabot Safety Ltd, hearing protection 
Apr p44 
Calibration devices May p51, Oct p53 
Callow Engineering, hopper discharge 
Oct p49 
Cambridge Instruments Ltd, switches 
May p55 
Cameron Video Systems Aug/Sep p60 
Canberra instruments Ltd, IMACS 90 
Apr p41 
Cape insulation Ltd, furnace 
insulation Mar p49 
Carbohydrate foods for the nineties 
Apr p24 
Carbon dioxide in atmosphere 
(L) Dec p4 
Carbon monoxide indicator Jul p45 
Carborundum Company, insulation 
Apr p40 
Cardkey Systems May p55 
Career guidance by computer Nov p8 
Cartem Ltd, stirred tanks Apr p40 
Casella London Ltd 
asbestos samplers Dec p40 
heat-stress monitor Oct p55 
Catalysts, odour-combatting Feb p6 
Catalytic reactors, three-phase 
(B) Nov p72 
CE Lummus’ Digital Technology 
Centre Feb p43 
CE Simcon Ltd Feb p43 
CEC Instrumentation, pressure 
transmitters May p51 
Centre! Telecom, gas detector 
Nov p55, Dec p40 
Centrifuges Mar p47, Nov p57 
practical approach to selection 
Dec p29 
range of types and applications 
Dec p28 
selection guidelines Dec p28 
tungsten carbide tiles Dec p39 
Ceramic fibres May p55, Jul p45 
Ceramic Refractory Corp, coatings 
Dec p39 
Cerberus, smoke detector Nov p55 
Certifying authorities Jan p33 
Chain drives Mar p29 
Channel Electronics Ltd, chart 
recorder Apr p41 
Chart recorders Apr p41 
Chell Instruments, calibrator Oct p53 
Chemical engineering calculations 
(B) Jun p56 
Chemical Engineering committee of 
the Science and Engineering 
Research Council (L) Jan p3 
Chemical engineering design 
(B) Feb p48 
Chemical engineering process and 
design economics (B) Jun p56 
Chemical engineering research grants 
Oct p4 
Chemical engineers 
career alternatives (MR) Mar p17 





lack of mobility (L) Dec p5 
Chemical industry 
entrepreneurial drive call Jul p4 
Euro policy issues Jul p4 
growth statistics Jun p4 
investment survey May p6 
Israel Oct p36 
problem solving in (B) Aug/Sep p68 
public image May p7 
US Feb p5 
Chemical Pipe and Vessel, pipe 
systems Dec p41 
Chemical processes 
risk assessment of Feb p9 
thermally stable operation of Feb p9 
Chemica! reaction engineering 
economic considerations Mar p41 
non-idea!l reactor Feb p14 
Chemical Reaction Engineering, 
International Symposium 
(MR) Oct p39 
Chemical reactor theory (B) Oct p68 
Chemical reactors 
hydrodynamics of three-phase 
Oct p18 
performance analysis Feb p14 
Chemical tankers, IMO regulations 
Mar p6 
Chemicals, fires involving Dec p7 
Chemicals handling, safety aspects 
(L) Dec p4 
Chemie and Filter (UK) Ltd 
dosing pump Oct p57 
pumps May p55 
Chemplast Inc, heat exchangers 
Jan p35 
ChemShare Process Systems 
Aug/Sep p9 
Chessell Ltd, recorder Jun p51 
Chesterton, A W, centrifugal pump 
Jun p49 
Chesterton International, mechanicai 
packing Jan p35 
Chewing gum release agent Jul p7 
Chromatelf, pilot plant May p51 
Chromatographic materials for 
biochemical separation Oct p29 
Chronos Richardson Ltd, weighing 
system Mar p31 
Chubb Fire Security Aug/Sep p60 
CJR Fyson and Son Ltd, conveyors 
Mar p31 
Classifiers Jul p41 
Clay, E J Ltd, pipe insulation Mar p49 
Cleaners, air Jun p49, Aug/Sep p57 
Cleaning, water Aug/Sep p65 
Cleanser Jul p45 
Cleghorn Waring & Co Ltd, sliding 
vane pumps Oct p57 
Coal, oil from Jan p4 
Coal firing, grants scheme Jun p17 
Coal liquefaction, EDS process 
Oct p18 
Coal-liquid mixtures Feb p18 
Coal-oil mixtures Feb p18 
Coal policy May p7 
Coal-water mixtures Feb p19 
Coatings Aug/Sep p65, Oct p51, 
Dec p39 
Codling moth on apples, radiation 
control Apr p5 
Coidan, Ralph, Equipment Ltd, heat 
exchangers Mar p49 
Comac Systems pic, stock control 
Nov p55 
Combustion characteristics of propane 
Spillages Feb p26 
CompAir Reavell, blowers Oct p51 
Compressors May p53 
Computer-aided design Apr p41, 
Jun p51 
pH regulation Mar p19 
Computer-aided drawing Jul p43 
Computer-aided maintenance Jul p34 
Computer control Aug/Sep p53 
Computer interface unit Apr p41 
Computer programs 
ESDU Oct p7 
separation processes (B) Jan p39 
Computer simulation Apr p16 
Computer software Apr p41 
valve sizing May p42 


Computers 
career guidance Nov p8 
in education Jun p6, Oct p46 
valve sizing May p42 
Condensate recovery Jul p41, Nov p57 
Conrad Scholtz (Gt Britain) Ltd, 
conveyor belting Dec p41 
Consulting engineers, promotion of 
May p9 
Containers Mar p29 
transportable gas regulations 
Aug/Sep p5 
Continuous flow electrophoresis 
Aug/Sep p34 
Control projects, management of 
May p17 
Contro! rooms, future Mar p22 
Conveying systems (B) Jan p38, 
Feb p41, Mar p29, Apr p41, 
May p51, Jun p51, Jul p43, 
Oct p53 
programmable Mar p45, May p50, 
May p51 
Conveyors Mar p29, Mar p31, Apr p43, 
Jun p52, Aug/Sep p60, Nov p59, 
Dec p41 
Cooling systems Jun p51 
Cooling towers Jan p35 
Co-operative Development Agency 
and Industrial Development Bill 
Apr p6 
Copes, Vulcan, desuperheater Jul p41 
Corfield, Sir Kenneth Aug/Sep p6 
Cormon, hydrogen monitor 
Aug/Sep p53 
Corrosion 
intergranular May p40 
pitting May p39 
potential problems Jun p20 
stainless steels May p39 
Corrosion analyser Oct p55 
Corrosion inhibitors Oct p49 
Corrosion processes (B) Feb p48 
Corrosion resistance 
in hostile environments Apr p7 
tantalum Aug/Sep p46 
Costing, second law .analysis (B) 
Aug/Sep p68 
Couplings May p53, Oct p56 
breakaway flexible hose Oct p26 
self-sealing Oct p56 
Crane Ltd, valves Jun p49 
Credfeld Camtorc Ltd, actuators 
Oct p56 
Crest Pumps Ltd, pumps Apr p43 
Croker Ltd, mixers Jun p52 
Crossflow microfiltration Jun p10 
Cryogenics, safety aspects 
(B) Jan p39 
Crystallisation, high pressure process 
Jun p6 


Current converters May p51 


D 


Danckwerts, Prof P V, appreciation 
Dec p3 
Data entry/graphics display console 
Jul p43 
Data processing May p51 
Davenport Engineering Lid, cooling 
towers Jan p35 
Deaeration, water flood systems 
Nov p44 
Dean Products, heat transfer Mar p49 
Dead Sea, minerals from Oct p36 
Decision processes (B) Dec p48 
Delta Controls Ltd 
flow measurement Oct p57 
level contro! Oct p57 
liquid switches Dec p40 
Deltech Engineering Ltd, transducers 
Jan p36 
Density measurement Jul p43 
liquid density transducers Jul p29 
Denver Equipment, water treatment 
Aug/Sep p65 
Denver Orion, slurry pumps Dec p41 
Desalination technology developments 
and practice (B) Feb p48 


Design 
chemical engineering (B) Feb p48 
for plant upset conditions Jan p9 
for polymer processes Jan p14 
Design institute for Emergency Relief 
Systems (DIERS) Aug/Sep p31 
Desuperheaters Jul p41 
Dextran production from dextran 
hydrolysate Jan p24 
Diazotisation process Feb p13 
Dioxins, waste disposal Dec p21 
Direct Power Ltd, pressure indicators 
Aug/Sep p53 
Directors, National Insurance liability 
of Mar p7 
DISAB Vacuumteknik, Vacu-Press 
Nov p59 
Disinfectors Jul p42 
Distillation columns Apr p41 
Distillation process, Higee Jul p6 
Distillers Company (CO,) Ltd, 
gas/liquid sensor Nov p55 
Dorand Electronics, gas 
chromatograph Jul p43 
Doulton Industrial Products 
filters Jun p52 
pumps May p53 
Downstream processing Jun p19 
DrM, Dr Miller AG, filters Jul p45 
Draeger Safety 
gas detectors May p53 
oxygen monitor May p51 
protection suits Dec p40 
Drew Ameroid, boiler water treatment 
Aug/Sep p65 
Drew Industrial Services, corrosion 
analyser Oct p55 
Drug production in space 
Aug/Sep p34 
Drum Engineering Co Ltd, conveying 
system Mar p29 
Dryers and drying Apr p19, May p53, 
Jul p41, Aug/Sep p59, Dec p17, 
Dec p39 
Dunlop, rubber mixing facility Dec p9 
Duplex stainiess steel May p41 
Durco Process Equipment, filters 
Oct p51 
Durotan Ltd, pipelines May p53 
Dust collection, user's guide to 
May p22 
Dust collectors Mar p29 
explosion protection Mar p27 
Dust control, user's guide to May p22 
Dust Control Equipment Ltd, filters 
Mar p31 
Dust explosions Aug/Sep p22 
detecting and preventing Mar p27, 
Aug/Sep p23 
suppression trials Dec p23 
Dust Extraction (international) Ltd, 
pulse jet filter units Dec p39 
Dust measurement Nov p55 
Dust samplers, asbestos Dec p40 
Dutom Meditech plc, ethylene oxide 
monitoring Feb p43 
Dynaflow (UK) Ltd, diaphragm pump 
Dec p41 
Dynamic Air Ltd 
aerators Oct p49 
mixers Dec p39 
powder pump Nov p59 
Dynamic simulation Dec p40 


E 


Eco-Tec, water treatment Aug/Sep p65 
Education Apr p7 
biotechnology Dec p8 
computer teaching techniques 
Jun p6 
computers in Oct p46 
in Israel Oct p37 
in Soviet Union Aug/Sep p37 
metals and materials technology 
(L) May pS 
policy statement on resources 
Jun p6 
“teaching company” concept 
Aug/Sep p6, (L) Nov p3 
training grants Jul p5 


Edwards High Vacuum, autoclaves 
Mar p45 
EEC, grant schemes Jun p17 
Efficiency, second law analysis 
(B) Aug/Sep p68 
EINECS (European Inventory of 
Existing Commercial Chemical 
Substances) Dec p9 
Elastomers for plate heat exchanger 
gaskets Aug/Sep p41 
Electricity prices Mar p7 
Electrolytic conductivity in control 
Dec p18 
Electrolytic conductivity meters 
Dec p40 
Electronic Sensors International, 
pressure transducers 
Aug/Sep p53 
Electrophoresis, continuous flow 
Aug/Sep p34 
Electropian, pressure indicators 
Dec p40 
Elga Ltd, deionisers Jul p45 
Emergency relief system design 
Aug/Sep p30 
Encapsulation Services Ltd, pipe 
repair Dec p41 
Energy and metal resources 
(B) May p60 
Energy Conservation Demonstration 
Project Scheme (ECDPS) Jun p17 
Energy efficiency grant schemes 
Jun p17 
Energy Efficiency Survey Jun p17 
Energy feedstocks (B) Jan p39 
Energy future (B) Jan p38 
Europe and North America 
(B) Jan p38 
Energy Intensive Users Group Mar p7 
Energy prices 
reductions forecast Feb p4 
structure of Mar p7 
Energy recovery refuse plants Feb p5 
Energy-savings, TENSA Oct p26 
Engineering awards May p9 
Engineering Council Feb p6, Jun p6, 
Oct p5, Nov p5 
coat of arms Dec p8 
education resources Apr p7 
Engineers, salaries review Nov p6 
Enviro-Technology 
gas-sampler Nov p55 
mercury vapour Aug/Sep p60 
Environment protection Mar p45 
secrecy allegation Mar p9 
EPH Actuators Ltd Oct p56 
Ergonomics in process operations 
(MR) Dec p36 
ESDU International computer 
programs Oct p7 
Esmil, filter Oct p55 
Ethylene oxide monitoring Feb p43 
European Agreement on Dangerous 
Goods by Road (L) Apr p3 
European Patent Office Feb p5 
Evaporators Apr p41 
film type Jun p21 
flooded type Jun p22 
plate Jun p22 
selection guide Jun p20 
types of Jun p21 
wiped film Jun p21 
Explosions 
definition problems Oct p5 
dust Aug/Sep p22 
dust collectors Mar p27 
dust hazards Dec p23 
gas (B) Nov p27 
hydrogen/air Nov p20 
locomotive boiler (B) Aug/Sep p67 
suppression trials Dec p23 
Exports loans body proposal Oct p8 
Extraction processes, hazards of 
Aug/Sep p24 
Exxon Donor Solvent (EDS) coal 
liquefaction process Oct p18 
Eye-baths Apr p44 


F 


Famous men 
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Fox, Terence Dec p44 

Newitt, Dudley Oct p66 

Swindin, Norman Nov p68 
Fans Jun p49, Aug/Sep p60, 

Aug/Sep p65 

dust contro! May p26 
Feeder units Nov p59 
Fellowstem of Engineering Oct p8 
trave! citer Jul p4 
Fermeriano~ process Jun p19 
Fertiliser, urea as Oct p7 
Fiberscope Jun p52 
Filling machines Oct p56 
Filling systems Jan p36 
Filter cake de-watering Aug/Sep p57 
Filter cartridges Jun p52 
Filter housings Jun p52 
Filter test Nov p57 
Filters Mar p31, May p51, Jun p52, 

Jul p45, Oct p55, Oct p56, 

Nov p57, Dec p39 
fabric May p23 
high-grade magnetic Nov p50 
tubular Oct p51 

Finance leasing Nov p15 

Fine solids suspensions May p31 
effect of admixtures May p33 
effect of mixing and shearing 

May p33 
effect of particle characteristics 

May p32 
mixing machinery May p34 
rheological properties May p31 

Finn Aqua, water distillation Jan p36 

Fire detection Aug/Sep p60 

Fire detectors Oct p49 

Fire extinguishers Oct p49 

Fires involving chemicals Dec p7 

Fischer, George, butterfly valves 
Mar p47 

Fischer Controls, disc contro! valve 
Oct p51 

Flame arrestors Apr p44 

Flames, soot in Dec p22 

Flanagan F W & Son Ltd, safety 
guard Mar p49 

Flixborough diaster Jun p25, 
(L) Aug/Sep p3 

Flomat Ltd, bagging Apr p43 

Flooring May p55 

Snap-Fit Oct p49 

Flow, two-phase Mar p13 

Flow elements Jun p49 

Flow indicators Nov p55 

Flow measurement, radioactive tracer 
Aug/Sep p51 

Flowmeters May p50, May p53, 

Oct p51, Oct p56 
electromagnetic Mar p13, Dec p40 
turbine Mar p13 
vortex Mar p13 

Flow monitors Jan p36, Nov p55 
Flowtech Fluid Handling Ltd Oct p56 
Fluidised beds Jun p52 

Fluids handling equipment Mar p47, 

Apr p43, May p53, Jun p49, 

Jul p42, Aug/Sep p65, Oct p51, 

Oct p56, Dec p41 

Follansbee (UK) Ltd, furnace linings 

Jul p41 

Food industry (MR) Jul p16 
carbohydrates for the nineties 

Apr p24 
loss prevention Aug/Sep p22 
safety aspects Aug/Sep p22 

Ford, Arthur Ltd, computer interface 
unit Apr p41 

Ford, T P, fans Aug/Sep p60 

Fork-lift trucks Mar p31 

Fothergill Engineered Fabrics Ltd, 
insulation May p55 

Fox, Terence Robert Corelli 
(biographical note) Dec p44 

Foxboro, controllers Oct p53 

Fragmenter/disintegrator Jan p35 

Franklin, Norman Maurice Nov p26 

Freeze indicator Jul p45 

FTL Company Ltd, hose Jun p49 

Fuel consumption, economy run 
May p9, Aug/Sep p7 

Fuel spillages at rail sidings Oct p26 

Fuels, biologically produced Jan p29 


liquid, from alternative feedstocks 
Jan p28 
methanol (L) Apr p3, (L) Jun p3, 
(L) Aug/Sep p3 
synthetic Aug/Sep p11 
Fugitve emissions 
laser detection Oct p41 
ct volatile hydrocarbons 
Aug/Sep p12, (L) Oct p3 
Furanite International Ltd, bolt 
tensioning Oct p59 
Furnance insulation Mar p49 
Furnance linings Jul p41 


G 


Gas analyser Jul p43 

Gas analysis, multi-component across 
stack Oct p28 

Gas chromatograph Jul p43 


Gas depressing, temperature drop for 


Jan p11 


; Gas desuiphurisation, offshore 


Nov p30 
Gas detection equipment Jan p35, 
May p53, Aug/Sep 953, Oct p49, 
Oct p53. Nov p&6, (L) Dec pS, 
Dec p40 
Gas drying Apr pi9 
Gas/liquid sensor Nov p55 
Gas minotors Apr p44, Jun p52 
Gas prices Nov pd 
gas recovery Nov »57 
Gas releases, dispersior) and control 
(MR) Jul p28 
Gas samplers Nov p55, Nov p59 
Gas sensors Aug/Sep p60 
Gaskets Oct p55, Nov p57 
elastomer Aug/Sep p41 
heat exchanger Aug/Sep p41 
GEC Cannon Chemical Plant Ltd 
glass-lined reactors Feb p41 
sensor Nov p55 
Gelman Sciences Jul p45 
General Comminution Inc, grindling 
machine May p53 
Genetic engineering Jun p19 
Genetics, industrial applications 
Dec p8 
Gervase Instrument Ltd, flownmeter 
May p53 
Gestra 
control valves Jul p43 
water level controls Dec p40 
Giusti, T Sons Ltd, pumps Jun p49 
Glass lined reactors Feb p41 
Glass reinforced plastics Jul p24 
advantages of Jul p25 
disadvantages of Jul p24 
equipment testing Jul p27 
use in process industries Jul p24 
Glen Creston Ltd, mixers Apr p40 
Glitsch Inc, tower packings Feb p43 
Glossary of Anglo-American 
terminology Dec p33 
Glyphosate-based herbicides Mar p9, 
Jul p4, Oct p7 
Goodwin, R, International, valves 
Oct p59 
Gotec absorbent Nov p55 
Gould Modicon, programmable 
controller Mar p45 
Graduates, job opportunities for 
Apr p6 
Granulation, fluid bed Oct p49 
Griflex creators Ltd, hose Oct p57 
Grinding machines May p53 
Grundfos Pumps Oct p51 
Guttridge, chain conveyor Nov p59 
Guyson International Ltd, self-sealing 
couplings Oct p56 


H 


Haenni Ltd, barometers Oct p53 

Hand injury risks Apr p7 

Hanovia, water disinfectors Jul p42 

Harben Systems, submersible pumps 
Mar 947 

Harrison, David, |ChemE profile 
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May p12 
Harvey-Jones, John Jul p4 
Hawco, opacity meter Nov p55 
Hazard assessment, insurance 
Aug/Sep p17 
Hazard installations Jan p33 
Hazard Workshop Training Modules 
Jun p16 
Hazardous chemicals, sea transport 
(MR) Mar p17 
Hazardous materials (B) Jan p38 
Hazardous substances 
classification of Dec p6 
packaging and labelling Dec p6 
Hazardous wastes 
control over movements of May p8 
US Superfund Dec p11 
Health and Safety at Work Act of 1974 
Aug/Sep p26 
Health and Safety Commission 
Aug/Sep p5 
Health and Safety Executive 
Aug/Sep p8, Aug/Sep p26 
programmable electronic systems 
Dec p6, Dec p47 
Hearing protection Apr p44 
Heat exchangers Jan p35, Feb p43, 
Mar p49, May p55, Oct p55, 
Nov p57, Dec p39 
design handbook (B) Apr p48 
gaskets for Aug/Sep p41 
plate Aug/Sep p41 
solid particles Nov p17 
theory and practice (B) Mar m1 
Heat pumps, technology (B) Jun 956 
Heat recovery, consultancy scheme 
Jun p17 
Heat-stress monitor Oct p55 
Heat Trace Ltd Apr p40 
Heat transfer Mar p49 
conference on Jun p15 
in counterfiow, parallel flow and 
cross flow (B) Apr p48 
in plant upset conditions Jan p9 
Heat transfer panels Dec p39 
Heaters, drum Dec p39 
Heating, self-heating (B) Oct p68 
Heating elements Apr p40 
Heraeus Christ centrifuges Nov p57 
Herbicides, glyphosate based Mar p9, 
Jul p4, Oct p7 
Hick Hargreaves & Co Ltd, blowers 
Mar p29 
Higee amine contactors Nov p33 
Higee distillation process Jul p6 
High gradient magnetic separation 
(HGMS) Nov p50 
Highland Electronics, alarm system 
Jul p45 
Hindle Cockburns Ltd, ball valve 
Nov p59, Dec p41 
HOCUS simulation model Jan p14 
Hoke International Ltd, pipe fittings 
Oct p56 
Holden and Brooke Ltd, condensate 
sets Jul p41 
Homogenizers Mar p47 
Hopkinsons Ltd 
globe valves Aug/Sep p65 
slide valves Oct p51 
Hopper discharge Oct p49 
Hopper loaders Apr p43 
Hopper/mixer Oct p49 
Hoppers Mar p49 
Hoses Jun p49, Oct p57 
Hotfoil, heating tape Aug/Sep p59 
Hottinger Baldwin Messtechnik, 
pressure transducers Aug/Sep p53 
Hovertube (Systems) Ltd, unloader 
Mar p29 
Howden, James & Co Ltd, boilers 
May p55 
Howden Power Transmission Ltd, 
chain drives Mar p29 
Howe, V A and Co, digital pump 
Mar p47 
HRS Heat Exchangers Ltd, gaskets 
Oct p55 
HRS (London) Ltd, heat exchangers 
Jan p35 
Hughes, J D, 
eye-baths Apr p44 


showers Dec p40 
Human-powered vehicle prize Mar p8 
Human reliability, need for data Jul p33 
Humidifiers Dec p39 
Humidity meter Jun p51 
Humidity monitor Jul p43 
Hybraoma technology and process 
industries Dec p12 
Hycontro! Ltd, level control Oct p57 
Hyde “roducts, separators Mar p47 
Hydraulic Analysis Ltd, computer 
software Apr p41 
Hydrocarbons 
fugitive emissions Aug/Sep p12, (L) 
Oct p3 
hazard assessment Aug/Sep p17 
Hyczodynamic Descalers Ltd, mag- 
reve water treatment Jan p36 
Hrirocynamics, three-phase reactors 
Oct p18 
Hydrogen/air explosions Nov p20 
Hydrogen monitor Aug/Sep p53 
Hygiene, Code of Practice Apr p6 
Hygrometers Mar p45 
Hytech Systems Ltd, CAD/CAE system 
Jun p51 


Ibex Engineering Ltd 
lobepumps Feb p41 
pumps Jul p42 

ICI, radiation monitors Jul p45 


| Identity carcs (L) Feb p3 


lies Optical Lid, safety spectacles 
May p55 
IMCA Marine & Industrial Ltd, vaive 
grinding Apr p43 
Impeliers Oct p55 
Incineration, waste gas Aug/Sep p60 
Industrial Monitoring Equipment, 
acoustic analyser Nov p55 
Inert atmospheres Apr p44 
Inflow emergency exercise film Apr p7 
Information Exchange Scheme (IES) 
Aug/Sep p29 
infra-red analyser Oct p65 
Innovation, support for Jan p5 
Institution of Chemical Engineers 
annual general meeting May p15 
President 1983/4 Apr p9 
President 1984/5 Apr p9 
safety and loss prevention Jun p16 
training grants Jul p5 
Institution of Mining and Metallurgy 
Oct p5 
Institution of Structural Engineers, 
Chair of Structural Design 
Aug/Sep p6 
Instrumentation Jan p35 
Instrumentation projects, management 
of May p17 
Instruments 
for hazardous environments 
Mar p45 
nucleonic Aug/Sep p49 
Insulation Apr p40, May p55 
Insurance, hazard assessment for 
Aug/Sep p17 
Integrated process design Feb p9 
Interflow '84 Oct p56 
Intermediate bulk containers Mar p29, 
Oct p56 
International Electronics, weighing 
scales Jul p43 
Interrol (GB) Ltd, conveyor belt 
Mar p29 
Introl Valves, rotary valve Oct p51 
Investment forecasts (L) Feb p3 
Investments, annual survey May p6 
ISCRE 8 Review Oct p39, Preview 
Jul p8 
Israel, chemical industry Oct p36 
ITT Jabsco Ltd, impeller pumps 


Dec p41 


Jamesbury Corp, ball valve 
Aug/Sep p65 





Jenway Lid, humidity meter Jun p51 
Jimi-Heat, drum heaters Dec p39 
Job opportunities for graduates 
Apr p6 
Johanssen, E V AS, calibrator 
May p51 
Johnson A & Co Lid, heat exchangers 
Jun p51 
Joints, swivel Feb p41 
Joucomatic Controls, actuators 
Oct p53 


K 


Kent Industrial Measurements 
controliers May p51 
electronic transmitters Aug/Sep p53 
flowmeters Oct p56 
oxygen meter Jun p51 
safe analytical instruments Mar p45 
Kimberry Ltd, control systems Jul p43 
King Taudevin & Gregson Ltd, 
furnace insulation Mar p49 
Kinmore Engineering, motors Jun p49 
KMI fiberscope Jun p52 
Knitmesh Ltd, flame arrestor Apr p44 


‘ 


La Carbone, heat exchangers Oct p55 
Lasers 
fugitive emission detection Oct p41 
pollution measurement Jun p8 
Latex polymer statistics May p8 
Latty International, mechanica! seals 
Nov p59 
Lead in petro! (L) Jan p3, Feb p4 
Lee Micromatics Jul p43 
Leeds and Northrup, particle size 
analyser Oct p53 
Legal aspects, contingency lawyers 
Feb p5 
Legislation on Road Conveyance of 
Dangerous Substances (L) Apr p3 
Level control Mar p31, Aug/Sep p53, 
Oct p57 
nucleonic Aug/Sep p49, Aug/Sep p50 
Level gauges Mar p47 
Level indicators Jun p51 
Level measurements, powder Jun p35 
Level monitors Apr p41 
Level sensors May p53, Jun p49 
Level transmitters Apr p41, Oct p53 
Leybolt-Heraeus Ltd, gas monitor 
Jun p52 
Lifts Oct p55 
Lightnin Mixers, impeller Oct p55 
Limitorque Ltd, actuators Oct p56 
Liquefied gases 
sea transport (MR) Mar p17 
Spillages Feb p26 
Liquid—liquid dispersion (MR) May p15 
Liquid solvent extraction (LSE) process 
Jan p4 
Lithgow Saekaphen, coatings 
Aug/Sep p65 
Litre Meter Ltd, flowmeter Oct p56 
Load monitors Mar p29 
Local Area Networks Jul p43 
Locomotive boiler explosions 
(B) Aug/Sep p67 
Loctite UK, sealant Jun p51 
Loss prevention 
American symposium Jul p5 
cheaper safer plants (B) 
Aug/Sep p67 
food industry Aug/Sep p22 
hydrocarbon processing 
Aug/Sep p17 
IChemE in Jun p16 
Loss Prevention Symposium 
(MR) Oct p7 
Loveless, L H & Co, filter cartridges 
Jun p52 
Low temperature heat research 
programme Nov p5 
Low temperature phenomena Jan p9 
Lowara (UK) Ltd, centrifugal Oct p57 
Ludiam Sysco, drain valve Jul p42 


M 


Macawber Engineering Ltd, 
Controlveyor Mar p29 
Madan, Charies S, diaphragm pump 
Dec p41 
Magisco Valves Ltd Oct p59 
Maintenance 
computed-aided Jul p34 
paints and painting Dec p27 
Major Hazards Advisory Committee 
Jun p5, Jun p25, Jun p27 
Major Hazards Assessment Unit 
Apr p7 
Manmore Engineering Ltd, silo 
Mar p31 
Manning, W R D, obituary Mar p5 
MAPEL, ultrasonic testing Nov p55 
March Systems, powder feeder Jul p41 
Marking tape Aug/Sep p60 
Mari International Ltd 
nitrogen bianketing Apr p44 
protection system Mar p45 
Marston Palmer Ltd, bursting discs 
Dec p40 
Materials 
education (L) May p5 
in manufacturing industry (B) Mar 
p51 
McEwen Boilermakers Oct p55 
Mechanical seals Feb p41, Nov p10, 
Nov p59 
Megator Pumps & Compressors 
Mar p47 
air dryers Dec p39 
Meller, George Ltd 
check valves Apr p43 
gear pumps Dec p41 
level indicator Jun p51 
pumps May p53 
Mercia Rubber Ltd, seals Oct p51 
Mercury vapour monitor Aug/Sep p60 
Metal resources and energy 
(B) May p60 
Metals, education (L) May p5 
Metals and Materials Education 
Association (L) May p5 
Metering devices Mar p29 
Methanol fuels Jan p28 
Microcomputers 
in education Oct p47 
in maintenance Jul p34 
process control Feb p34 
process simulation Apr p16, 
(L) Jun p3 
Microfiltration, crossflow Jun p10 
Micronics, flowmeter Oct p51 
Microprocessors 
cautionary note May p59 
in industry (MR) Jun p16 
process control Feb p34 
Middle East, petrochemical industry 
Oct p4 
Midland Dairy Machines, pumps 
Nov p59 
Midland Industrial Designers Ltd, 
valves Mar p31 
Midiand Oil Refineries, re-refinery plant 
Dec p22 
Mills Oct p49 
Mitchell Cotts Mining Equipment 
level control Aug/Sep p53 
load monitor Mar p29 
Mixers Apr p40, May p51, Jun p52, 
Aug/Sep p57, Aug/Sep p60, 
Oct p30, Oct p57, Dec p39 
Mixing 
fluid mixing+technology (B) Jul p48 
powder Jul p22 
Mogensen Sizers Ltd Jun p52 
hoppers Mar p49 
Moisture analysers Mar p45 
Moisture meters Jan p35, Aug/Sep p53 
Moisture Systems Ltd 
moisture analysers Mar p45 
moisture meters Jan p35 
Mono Pumps Ltd 
cavity pump Oct p57 
fragmenter/cisintegrator Jan p35 
Monoclonal antibodies and process 
industries Dec p12 


“Mont Louis”, sinking of Oct p27 
Morganite Ceramic Fibres Jul p45 
Triton Kaowool Chrome Fibre 

May p55 

Moritz Chemical Engineering, 
homogenizers Mar p47 

Morton Machine Co, mixer 
Aug/Sep p57 

Mostyn Chemicals Ltd, Export Award 
May p7 

Multimeters Aug/Sep p60 


N 


Nalfloc Ltd, antifoulant Jul p41 

Napp Pharmaceutical, dryers 
Aug/Sep p59 

Nash Engineering, liquid ring vacuum 
pump Mar p49 

National Engineering Scholarship 
Scheme Feb p6 

National Insurance liability of directors 
Mar p7 

Natural gas transmission systems 
Jun p37 

Naybuk Pumps Ltd Apr p43 

NCB, waste gas incineration 
Aug/Sep p60 

NCB (Coal Products) Limited, cyclone 
separators Jul p41 

Neotronics Ltd, gas monitors Apr p44 

Neu Engineering Ltd 

conveying system Mar p29 
hopper loaders Apr p43 

Newitt, Dudley (biographical note) 
Oct p66, (L) Dec p5 

NIREX (National Industry Radioactive 
Waste Executive) Nov p18 

Nitrates in water Oct p6 

Nitration process Feb p10 

Nitrogen, hazards of Jan p33 

Nokia, fans Jun p49 

Nordsea Gas Technology, burner 
May p55, Jun p51, Aug/Sep p59 


Nouvelles Applications Technologiques, 


heat exchangers Oct p55 
Nuclear accidents (L) Jan p3, 
(L) Feb p3 
Nuclear energy 
professional assessment Apr p5 
Watt Committee Report on Apr p5 
Nuclear power generation statistics 
Apr p5 
Nuclear waste disposal, studies 
proyress Oct p4 
Nuclear waste dumps Apr p5 
Nuclear waste transport by rail 
Apr p4 
Nucleonic instruments Aug/Sep p49 
Nulectrohms Ltd, data processor 
May p51 
Nyborg Plastics Ltd, intermediate bulk 
containers Mar p29 


O 


Occupational health, Code of Practice 
Apr p6 

Occupational hygiene (B) Mar p51 

Odour-combatting catalysts Feb p6 

Offshore energy processing industries 
May p40 

Offshore operations 

gas desulphurisation offshore 
Nov p30 
water injection system Nov p44 

Oil from coal Jan p4 

Oil dispersant May p55 

Oil regeneration Aug/Sep p57 

On-line process analyser Mar p45 

Optical fibres, sensing elements 
Oct p26 

OSV Fabrications Ltd, humidifiers 
Dec p39 

Oxygen analysers Oct p53 

Oxygen meters Jun p51 

Oxygen monitors May p51 

Ozone generators Jan p36 


i 


Packaging Jul p41 
Packings Jan p35, Feb p41, Feb p43, 
Aug/Sep p60, Cct p51, Nov p10, 
Nov p21 
Paints and painting Dec p27 
anti-corrosion Feb p43 
Palagan and Co, bagging Mar p49 
Pall Pneumatics Ltd, filters Nov p57 
Pall, filters Dec p39 
Pall Process Filtration Ltd, filter 
housing Jun p52 
Palletiser, robot Mar p49 
Panametrics Ltd, hygrometers Mar p45 
Pantin, W & C Ltd, palletiser Mar p49 
Parsons Plastics, fans Aug/Sep p65 
Particle counters Jul p45 
Particle growth processes Jan p17 
Particle size analysis Oct p53 
Particle size control Jan p17 
Patents, European Patent Office 
Feb p5 
Paton A & I, pressure transmitter 
Nov p55 
Peabody Holmes Ltd, blowers Mar p29 
Pennwalt, tungsten carbide tiles 
Dec p39 
Pentagon Radiator Jun p51, 
Aug/Sep p59 
Perkin-Elmer, thermal analysis Jul p43 
Pesticides, microbial Dec p8 
Petrie nets in process control Jul p9 
Petrochemical industry 
Middle East Oct p4 
policy statement Nov p4 
Petrochemicals plant, leak sources 
Aug/Sep p12 
Petrol, lead in (L) Jan p3, Feb p4 
Pfaudiler-Balfour Ltd 
dryer/blender May p53 
evaporator Apr p41 
valves Apr p43 
pH regulation, computer-aided design 
Mar p19 
pH sensor Mar p45 
Pharmaceutical industry Jun p19 
growth statistics Jun p4 
Philips Analytical, conductivity meters 
Dec p40 
Phosphating solution, electrolytic 
conductivity measurement 
Dec p20 
Photain Controis Ltd 
fire detectors Oct p49 
smoke detector Jun p52 
Piab Ltd, vacuum conveyors Mar p29 
Pilot plants May p51 
Pioneer Weston 
mechanical seals Feb p41 
pump seals Nov p59 
Pipe insulation Mar p49 
Pipe repairs Dec p41 
Pipeline Equipment, cleaning of waste 
water Aug/Sep p65 
Pipelines May p53 
Pipes Jul p42 
long lengths Dec p41 
Piping design models (L) Feb p3 
PJL Plastics, flooring Oct p49 
Plant upset conditions Jan p9 
Plastics 
glass reinforced. See Glass 
reinforced plastics (GRP) 
packings Nov p21 
process plant Nov p38 
Plastics machinery market Jun p4 
Pliaton International pic, flowmeters 
Oct p56 
Pollution, laser measurement Jun p8 
Pollution control (B) Jan p39 
Pollution Control Systems, gas 
sampler Nov p59 
Polymer processes, optimal design for 
Jan p14 
Polymers 
for batteries Nov p19 
synthetic latex Mar p8 
Polypropylene packings Nov p21 
Polytrimethylsilylacetylene (PTMSA) 
Nov p19 
Portasilo Ltd 
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conveying system Jun p52 
Portasilo Superfio Mar p31 
Porter, E G (Process Engineering) Ltd, 
filters Mar p31 
Powder coatings (exhibition) Dec p7 
Powder feeders Jul p41 
Powder level measurement Jun p35 
Powder mixing, trends in Jul p22 
Power supply, uninterruptible 
Aug/Sep p53 
Powtech 85 Jul p5 
Precision Handling and Control 
Systems Ltd, process control 
Mar p29 
Pressure indicators Aug/Sep p53, 
Dec p40 
Pressure measurement Apr p43 
Pressure-relieving systems Oct p13, 
(L) Dec pS 
Pressure system regulations 
Aug/Sep p5 
Pressure transducers Aug/Sep p53 
Pressure transmitters May p51, 
Nov p55 
Pressure Vessels Quality Assurance 
Board Jul p5 
Preventors Oct p57 
Prince of Wales Award for Industrial 
Innovation and Production 
Nov p8 
Problem solving in chemical industry 
(B) Aug/Sep p68 
Process control 
microcomputers Feb p34 
microprocessors Feb p34 
Petrie nets Jul p9 
sequences in Jul p9, (L) Oct p3 
Process evaluation (B) Nov p71 
Process industries 
and monocional antibodies Dec p12 
ergonomic problems (MR) Dec p36 
Process integration Research Con- 
sortium (PINCH) Jul p5, Dec p9 
Process plant, plastic Nov p38 
Process plant simulators Feb p43 
Process simulation 
microcomputer Apr p16, (L) Jun p3 
Procol Solids Control Equipment 
Mar p31 
Prodorite Ltd, flooring May p55 
Programmable electronic systems, 
safety aspects Dec p6, Dec p47 
Project management (B) May p60, 
(L) Jul p3 
Propane spillages, combustion 
characteristics of Feb p26 
Prosys Technology, stimulation 
Nov p55, Dec p40 
Protection suits Dec p40 
Protimeter Aug/Sep p53 
Public inquiries (L) Aug/Sep p3 
Pulse jet filter units Dec p39 
Pumping and Mixing Systems Ltd, 
mixers Apr p40 
Pumping station, Abbeystead Dec p7 
Pumps Apr p43, May p53, Jul p42 
cavity Oct p57 
centrifugal Jan p49, Jul p42, 
Oct p57 
de-siudging Aug/Sep p57 
diaphragm Oct p57, Dec p41 
digital Mar p47 
dosing May p55, Oct p57 
for aggressive liquids Oct p57 
gear May p28 
general purpose Nov p59 
impeller Dec p41 
in-line Aug/Sep p65 
liquid ring vacuum Mar p49 
lobe Feb p41 
metering Jul p42 
packing Feb p41 
Partial emission Nov p59 
peristaltic Jun p42, Aug/Sep p65, 
Oct p57, Nov p59 
powder Nov p59 
rotary vane Apr p43 
selection and purchasing Jan p30 
sliding vane Oct p57 
slurry Dec p41 
submersible Mar p47 
sump Oct p51 


ultra-violet purification Mar p47 
vacuum Nov p47, Nov p57 
Pye Unicam Ltd, weighbridge Mar p31 


Q 


Quality assessment, BS! Dec p9 
Quality assurance 
BS! Handbook 22 Jun p7 
conference (MR) Jan p5 
pressure vessels Jul p5 
Quaternisation process Feb p13 


R 


Radiation control of coding moth on 
apples Apr p5 
Radiation exposure (L) Mar p3, 
May pS 
Radiation monitors Jul p45 
Radiators Jun p51, Aug/Sep p59 
Radioactive wastes, NIREX Nov p18 
Radioactivity release at Sellafield 
Apr p4 
Radioisotope techniques, instrumental 
applications of Aug/Sep p49 
Rail sidings, fuel spillages at Oct p26 
Raywell Process Plant Ltd, solvent 
recovery Nov p57 
Reach trucks Mar p31 
Reactors, three-phase Oct p18 
Recorders Jun p51 
Recycle reactors (L) Jan p3 
Refrigeration Jul p41 
safety aspects Aug/Sep p24 
Refuse plants, energy recovery Feb pS 
Reliability, safety systems (B) Oct p68 
Re-refining plant for crankcase oils 
Dec p22 
Research Requirements Boards 
Jan p5 
Rheinhitte UK Ltd 
pump Oct p57 
valve Oct p59 
Rheometer, helical screw May p45 
Rhodes 
electromagnetic flowmeter Dec p40 
flow indicators Nov p55 
Risk analysis (B) Dec p48 
Risk assessment of chemical 
processes Feb p9 
R O Chemicals, filters Nov p57 
Road Conveyance of Dangerous 
Substances, Legislation on 
(L) Apr p3 
Roche, vitamin C plant Jul p6 
Rolatruc Ltd, reach trucks Mar p31 
Rosemount Engineering Co Ltd 
breather vaive Jun p49 
current converter May p51 
pressure measurement Apr p43 
seals Oct p56 
Rosewater Engineering, de-sludging 
Aug/Sep p57 
Rotafiow, swivel joint Feb p41 
Roth Scientific, on-line process 
analyser Mar p45 
Rousselet & Co SA, centrifuges 
Mar p47 
Royal Show Aug/Sep p8& 
Rubber mixing facility Dec p9 


S 


SAAB Industrial Systems Ltd, 
programmable controller May p50 
Safety aspects Jan p33, (B) Jan p38, 
Apr p44 
case studies Aug/Sep p29 
cheaper safer plants (B) 
Aug/Sep p67 
chemicals handling (L) Dec p4 
Cryogenics (B) Jan p39 
dioxin disposal Dec p21 
emergency relief system design 
Aug/Sep p30 
food industry Aug/Sep p22 
hand injuries Apr p7 
handbook (B) Apr p48 
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high risk safety technology 
(B) Aug/Sep p67 
iChemE in Jun p16 
programmable electronic systems 
Dec p6, Dec p47 
refrigeration Aug/Sep p24 
sea transport (MR) Mar p17 
thermally stable operation of 
chemical processes Feb p9 
Safety of Life at Sea (SOLAS) 
Convention Jul p7 
Safety policies, national (MR) Feb p8& 
Safety systems, reliability (B) Oct p68 
St Louis Ship Canada Ltd, separator 
May p53 
Sararota Automation Ltd, level sensors 
May p53 
Sartorius Instruments 
filters May p51 
weighing platforms Oct p49 
Saunders Valve Co 
control valves Oct p59 
valves May p53 
Scaling, potential problems Jun p20 
Scanpump, pumps Jul p42 
Science and Engineering Research 
Council Oct p4 
Chemical Engineering Committee of 
(L) Jan p3 
Screening, machine selection Jul p13 
Scrubbers Oct p49 
Sealants Jun p51 
Seals Oct p51, Oct p56 
handbook (B) Jul p48 
mechanical Feb p41, Nov p10, 
Nov p59 
pumps Aug/Sep p13 
valve Aug/Sep p13 
Secondment, industrial for academics 
Jan p12 
Sellafieid 
nuclear fuel reprocessing plant 
Aug/Sep p9 
radioactivity release at Apr p4 
Sensors, negative approach to 
Oct p65 
Separation May p53, Aug/Sep p57 
biochemical materials Oct p29 
continuous flow electrophoresis 
Aug/Sep p34 
high-grade magnetic Nov p50 
microfine species Jun p10 
trace metal Jan p4 
see also Screening 
Separation processes (B) Jan p39 
Separators Mar p47 
cyclone Jun p37, Jul p41 
hydrocyclone Jun p49 
Sequences in process contro! Jul p9, 
(L) Oct p3 
Serck Audco Vaives Mar p47 
ball valves Dec p41 
Serck Baker, hydrocyclone separator 
Jun p49 
Seveso accident (L) Oct p3 
Sewage sludge, processing and use of 
(MR) Aug/Sep p9 
Shell-Motor Mileage Marathon May p9, 
Aug/Sep p7 
Showers Dec p40 
Sieger Ltd 
gas detection equipment Jan p35, 
Aug/Sep p60 
Signal analyser Dec p40 
Signal transmission, new methods 
(L) Dec p4 
SIHI-Ryaland Pumps Ltd Aug/Sep p57 
Silos Mar p31 
design and installation Mar p34 
Simdean, gas scrubbers Oct p49 
Simon, Richard and Sons 
bag weigher Dec p41 
weighing systems Mar p31, Mar p49, 
May p53 
Simulation model, HOCUS Jan p14 
Simulation techniques Nov p55 
Sinar Technology, moisture meter 
Aug/Sep p53 
Skagerak Co Ltd, valve reseaters 
Apr p43 
SKC Ltd, gas detectors Oct p53 
SKF Norden, conveyor Aug/Sep p60 


Skil Controls Ltd, actuators Oct p56 
Skimovex (UK), separators 
Aug/Sep p57 
Smith, Michael, Engineers, centrifugal 
pump Oct p57 
Smoke detectors Jun p52, Nov p55 
Smoke measurement Nov p55 
Socia 
backflow preventers Oct p57 
valves Oct p59 
Solartron Transducers, gas and liquid 
custody transfer metering systems 
Dec p40 
Solbett Report Apr p7 
Solidex 84 Mar p29 
Solids drying R & D Dec p17 
Solids handling equipment Mar p49, 
Apr p43, May p53, Jun p52, 
Jul p41, Aug/Sep p60, Oct p49, 
Nov p59, Dec p41 
Solvent recovery Nov p57 
Soot in flames Dec p22 
Soviet Union, education and training in 
Aug/Sep p37 
Space research, zero-gravity 
processing Aug/Sep p34 
Spectacles, safety May p55 
Sperry Vickers Automation and 
Pneumatics, control vaives 
Apr p43 
Spillages 
hazardous materials (B) Jan p38 
liquefied gas Feb p26 
Spray heads Dec p41 
Spunalloys Ltd, pipes Jul p42 
Square D Ltd, programmable 
controller May p51 
Stainless steels May p39 
STAL Refrigeration AB Jul p41 
compressors May p53 
Stanbridge Industrial Weighing 
Aug/Sep p60 
Statistics, quantitative basis of 
(L) Jan p3 
Steam traps Mar p47, May p55, 
Aug/Sep p59 
Steels, stainless May p39 
Stock control Nov p55 
Stocksigns, marking tape Aug/Sep p60 
Strainers Jun p52 
Straw burning Aug/Sep p8 
Structural analysis May p51 
Sturtevant Engineering Co Ltd, suction 
conveyor Mar p29 
Sturtevant-Roote Ltd, filters Mar p31 
Subsidies, press briefing on Jun p4 
Sulphide stress corrosion cracking 
May p41 
Sulphonation process Feb p13 
Sulphur emissions from coal-burning 
power stations Mar p8& 
Sulzer Melipak, packing Oct p51 
Sundstrand, pumps Jul p42, Nov p59 
Swagelok (UK) Ltd, air actuators 
Dec p40 
Swindin, Norman (biographical note) 
Nov p68 
Switches 
explosion-proof May p55 
liquid Dec p40 
Sykes, Henry, diaphragm pump 
Dec p41 
Synate! instrumentation Ltd, 
underspeed monitor Mar p29 
Systech Instruments, chlorine detectors 
Oct p49 


T 


Tankers, IMO regulations Mar p6 
Tanks, stirred Apr p40 
Tantalum 
compared to other metals 
Aug/Sep p46 
corrosion resistance Aug/Sep p46 
use in chemical industry 
Aug/Sep p46 
Taylor Instruments 
flow elements Jun p49 
instrumentation Jan p35 
Teaching Company Scheme 





Aug/Sep p6, (L) Nov p3 
Techmark UK Ltd, Beta-Probe 
Mar p45 
Temperature control Apr p29, Apr p40 
for batch processes Apr p29 
Temperature drop for gas 
depressuring Jan p11 
Temperature sensors Jun p51, 
Nov p55 
TENSA energy saving service Oct p26 
Tepco (UK), air cleaners Jun p49, 
Aug/Sep p57 
Thermal analysis Jul p43 
Thermal Technology Ltd, condensate 
recovery Nov p57 
Thermally stable operation of chemical 
processes Feb p9 
Thermodynamics 
chemical and process (B) Jul p48 
course review May p11 
second law (B) Aug/Sep p68 
3M Packaging, freeze indicator 
Jul p45 
Titanium, use in chemical industry 
Aug/Sep p48 
Titanium dioxide industry Jun p7 
Titanium Metal & Alloys Ltd, heat 
exchangers Feb p43 
TNT Materials Handling, Pallecon 
container Mar p29 
Tog, unit of thermal resistance Mar p6 
Torres Engineering and Pumps 
Jul p42 
Tower Silo Systems, conveyor Apr p43 
Trace metal separation process 
Jan p4 
Tracor Atlas Inc 
air purification packets Oct p49 
CO indicator Jul p45 
leak detection Oct p49 
Training, See Education 
Transducer Systems Ltd, weighing 
instrument Mar p31 
Transducers Jan p36, Dec p40 
Transformer coolant, non-inflammable 
May p9 
Transmitters, electronic Aug/Sep p53 
Transvac Systems, vacuum pumps 
Nov p57 
Turnbull Control Systems Oct p53 


U 


UKAEA, level monitor Apr p41 

UK Fire international, fire extinguishers 
Oct p49 

Ultrafilter Ltd, filters Oct p55 

Ultrasonics, powder level measurement 
Jun p35 

Ultrasonic testing Nov p55 

Underspeed monitor Mar p29 

Unichema, energy saving Nov p57 

Unishear Mixers Ltd May p51, Oct p57 

United States, hazardous wastes 
Superfund Dec p11 

Unloaders Mar p29 

Uranium hexafluoride as hazardous 
cargo Oct p27 

Urea as fertiliser Oct p7 


V 


Vac-U-Max Ltd, Mini-Meter Mar p29 
Valtek Engineering, contro! valve 
Jul p42 
Valvac Controls, actuator Jun p49 
Valve grinding Apr p43 
Valve reseating Apr p43 
Valve sizing 
computer-aided May p42 
programmable calculators for 
May p42 
Valves Mar p31, Apr p43, Jun p49, 
Oct p59 
ball May p53, Aug/Sep p65, 
Oct p51, Nov p59, Dec p41 
breather Jun p49 
butterfly Mar p47, May p53, 
Jun p45, Oct p51, Oct p59 
check Apr p12, Apr p43 


control May p42, Jul p42, Ju’ p43, 
Oct p59 
cryogenic Oct p59 
diaphragm Apr p36, Jun p47 
disc Jun p46, Oct p51 
dismantling incidents Jan p33 
dome Jun p46 
drain Jul p42 
flow Oct p59 
globe Aug/Sep p65 
guide to Oct p7 
hygienic Apr p36 
iris Jun p46 
non-return Oct p59 
packing Feb p41 
powder design Jun p45 
pressure relief Oct p13 
relief Jan p33 
rotary Oct p51 
safety Oct p13 
slide Jun p45, Oct p51 
solenoid Oct p59, Dec p41 
thermoplastic Nov p41 
Vanroy Ltd, in-line pumps 
Aug/Sep p65 
Vanton Pumps Ltd, flexible coupling 
May ps3 
Vee Bee Ltd, strainer Jun p52 
Velan Engineering Co Ltd, steam trap 
Aug/Sep p59 
Venturi scrubbers May p23 
Vertical Storage Systems Ltd Mar p31 
Vibra Screw Inc 
activator Oct p49 
vibrating screw feeder Nov p59 
Video monitor Aug/Sep p60 
Viscosity measurement May p45 
Vitamin C plant, Dairy, Ayshire Jul p6 
Voltage stabiliser May p51 
Vortex shedding research programme 
Nov p7 
VS Technology, computer control 
Aug/Sep p53 


W 


Walker, James & Co Ltd, packing 
Feb p41 

Wallace & Tiernan Ltd, weighers 
Mar p31 


Warren Spring Laboratory Aug/Sep p5 


Waste(s) 


hazardous, control over movements 


of May p8& 

see also Nuclear wastes 
Waste disposal, dioxins Dec p21 
Wastewaters, cleaning Aug/Sep p65 
Water, nitrate level in Oct p6 
Water charges (L) Mar p3 
Water distillation Jan p36 
Water flood systems Nov p44 


Water leakage, passive Control Oct p6 


Water level controls Dec p40 

Water prices (L) May p5 

Water softeners Oct p51 
plant test Aug/Sep p65 
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